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° The South Foreland Lighthouse is situated in a pro- 
* minent position on the seaward extremity of the Foreland, 
® 250 feet above sea-level. It is fitted with powerful electric 

- lights which, in 1871, succeeded the old dioptric apparatus 
u of 1843. The spot which overlooks the Straits of Dover 
x has long been the site of a lighthouse, beacon fires being 
£ burned here during the 17th century. 
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